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~\Z7 . DALLAS. November 22. 
;.']%/TRS i'JOHN CONNALLY. wife of the 
.vLVJl wounded Governor of Texas, said to-day 
she thinks President Kennedy was . shot first, 
glinted Press International reported.’ 

t.iShe’told the' story of- the queline 
shooting to Julian Read, a her 
Governor's aide. * * i' . 

; - She said the 
was; in. the right rear seat 
of the open-top limousine. 

Mrs; Kennedy was at his 
left Gonnally faced the Pre- 
sident on a “jump" seat 
and/Mrs Connaliy faced the 
first lady. 

“They had just gone 
through town. They were 
pleased at the reception 
U\ey had just received,” Mr 
Read said. • • * 

“They got ready to go 
through the underpass. Mrs 
Connaliy heard a shot 
When the first shot wad 
fired* Connaliy turned in his 
seat and almost instantly 
was hit 

. “She does _not know 
about the third shot, but it 
may have been the one that 
hit the Governor,” , Read 

said. t - 

. ‘.‘. Jackie grabbed - the *- 
President and Mrs Con- 
7 naily 'grabbed Connaliy 
.i.and they both ducked 
down .In the car.” 

| Just a little while before 
he was assassinated, Jac- 


Senator John Connaliy, who was seriously wounded 








during the shooting of President Kenuedy, but is 


now in a satisfactory condition. 





